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will be greatly promoted by sinking the pots three parts of their
depth in a hot bed, keeping them moist and shaded and until they
germinate.

Soil, &c. A rich garden mould, composed of light loam, rather
sandy than otherwise, with very rotten dung, is desirable for this
shrub.

Culture. Most kinds are rapid and luxurious growers, and it is
necessary to pay them constant attention in pruning or nipping
the extremities of the shoots, or they will soon become ill-formed
and straggling. This is particularly requisite during the rains,
when heat and moisture combine to increase their growth to
excess; allowing them to enjoy the full influence of the sun
during the whole of the cold weather, and part of the hot. At the
close of the rains? the plants had better be put out into the open
ground, and closely pruned, the shoots taken off affording an
ample supply of cuttings for multiplying the plants ; this putting
out will cause them to throw up strong healthy shoots and rich
blossoms i but as the hot weather approaches, or in the beginning
of March, they must be re-placed in moderate sized pots, with a
compost similar to that required for cuttings and placed in the
plant shed, as before described. The earth in the pots should
be covered with pebbles, or pounded brick of moderate size, which
prevents the accumulation of moss or fungi, Geraniums should
at no time be over watered, and must at all seasons be allowed a
free ventilation.

There is no doubt that if visitors from this to the Cape, would
pay a little attention to the subject, the varieties might be greatly
increased, and that without much trouble, as many kinds may be
produced freely by seed, if brought to the country fresh, and
sown immediately on arrival; young plants also in well glazed
cases would not take up much space in some of the large vessels
coming from thence.

The ANEMONE has numerous varieties, and is, in England, a very
favorite flower, but although A. cernua is a native of Japan, and
many varieties are indigenous to the Cape, it is very rare here.

The Double anemone is the most prized, but there are several
Single and Half double kinds which are very handsome. The
stem of a good anemone should be eight or nine inches in height,
with a strong upright stalk. The flower ought not to be less than
seven inches in circumference, the outer row of petals being well
rounded, flat, and expanding at the base, turning up with a full
rounded edge, so as to form a well shaped cup, within which, in
the double kinds, should arise a large group of long small petals
reverted from the centre, and regularly overlapping each other j
the colors clear, each shade -being distinct in such as are variegated.

The Garden, or Star Wind flower', A. hortensis, Boostan afroozy
is another variety, found in Persia, and brought thence to Tipper
India, of a bright scarlet color; a blue variety has also blossomed
in Calcutta, and was exhibited at the Show of February, 1847, by
Mrs. Macleod, to whom Floriculture is indebted for the introduc-
tion of many beautiful exotics heretofore new to India. But it is
to be hoped this handsome species of flowering plants will soon be
more extensively found under cultivation.

Propagation. Seed can hardly be expected to succeed in this
country, as even in Europe it fails of germinating 5 for if riot sown
immediately that it is ripe, the length of journey or voyage would
inevitably destroy its power of producing. Offsets of the tubers